Q.  And you did not follow up with Mr, Bloom and ask
him what that motion meant and whether based upon his
working relationship with Mr. Alvatrona he could testify
to what Mr. Alvatrona understood the motion to mean?

A.  Mr. Bloom stated that he motioned Mr. Alvatrona to
shut down.

Q, You were satisfied at that point that those employees
at Doan understood that motion to mean he was supposed to
shut down because the blast was going to take place?

A.  Yes.

Q.  That is why you did not feel it necessary to ask
Mr. Bloom any further questions about the motion.and the
meaning of the motion?

A.  That's right.

Q.  And any warning device or procedure or technique
which furnishes an employee with the information the
blast is about to take place and sufficient time to find
a safe haven does satisfy the statues, does it not?

A,  I would say so, yes.

Q.  And certainly direct personal knowledge to an
employee given to him either over the radio or in person
would be sufficient notice?

A.  Probably would be, yes.

Q.  You do not have any factual basis for any opinion
on whether Mr. Alvatrona would be alive today under
any different hypothetical circumstances with regard
to notice of hypothetical conduct on the part of anyone
else who was on that property, do you?

A. Would you repeat that, please.

Q.  Surely.  Do you have any factual basis for drawing
any conclusion as to whether Mr. Alvatrona would be
alive today based on any hypothetical actions or conduct
by anyone else who was on the Doan Coal Company property
on that day in July of 1981?

A.  That I wouldn't know.

Q.  It is complete speculation?

A.  That's right.
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